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RuhtnkoriT tvpe, specially designed by Prof. Elihu Thorn-sou lor the purpose of giving the " fat " continuous stream oi sparks so desirable lor the production of X rays. The
general plan of the coil is on the well-known lines, but arranged somewhat differently in detail. The core is made up of fine, soft iron wires, well annealed and wound with atinuous or an alternating electric light circuit, he will be wise to purchase a coil of the Ruhmkorff type and excite it with primary or secondary battery, according to circumstances. If there is an electric plant (continuous current) within a reasonable distance, a storage battery in portable form (which can be carted over to the electric plant to be recharged) will give the most satisfactory results, with the least trouble and expense. If this is impracticable, then any good form of primary battery can be used with success ; and for this purpose there is probably nothing better than the Edison-Lalande cell, with its large ampere output and non-polarizing qualities.
